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which rests upon the horizontal silvered mirror, ll is then reflected back through the object, and passes through the bundle of plates to the eye of the observer; the plates, as before stated, serving to analyze the polarized beam.
Fio. 256.
Simple Form of Nonremtrng Doubler.
A Norremberg doubler, which answers a good purpose, may be made by leaning a clear plate of glass upon the edge of a book, over a piece of ordinary looking glass, and em-ploying a bundle of glass plates as an analyzer, an shown ind, another effect will be noticed.
